6 January 1958 


To Whom It May Concern 


I have this date checked a Winchester Model 12 Riot Type shotgun Serial No. 
982241 for any possible malfunction. Examination of the mechanism failed to 
reveal any discrepancy. Two rounds of ammmition was fired, the safety ° 
mechanism functioned properly. With the safety on the safe position an 
attempt to fire the gun through jarring the receiver section failed. 


- In wy opinion there is no mechanical defect in this shotgun. . 
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